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In this edition of our Catalogue for 1897-98, are several new styles and designs in addition to those illus- 
trated in our last issue, to which we invite the special attention of the Jobbing and Export Trade. 

Our Eight-Day Striking Movement has all the improvements, such as the Turn-back Attachment, Polished 
Pivots, etc., and is fully equal to the best in the market. 

Every Clock is run and thoroughly tested before it leaves the factory, and, with proper usage, is warranted a 
correct time keeper. We shall continue, as we have in the.past, to produce Clocks that, quality considered, are 
the cheapest in the market. 

OUR IMITATION FRENCH MARBLE CLOCKS 

are a reproduction of the French designs in wood, highly polished, nicely engraved and gilded. Are fitted with 
Ingraham's Patent Regulator, which acts through a slot in the dial, and thus avoids handling the Clock or re- 
moving the ball. We guarantee the finish on these cases to stand equal to any iron case in the market. 

We have secured letters patent, issued September 1, 1895, and August 14, 1888 (two patents), on the process 
of manufacture of these goods. 

THE E. INGRAHAM COMPANY, 
BRISTOL, CONN., U.S.A. 



THE E. INGRAHAM COMPANY, BRISTOL. CONN. 



For the Convenience of the Trade. 



All IMITATION MARBLE and MARBLEITES, 
(Except Wizard, Rex and Count,) 

WE PACK< > SINGLY 

^ IONICS, OAK HANGING, LOBBY, 

BRISTOL, BRAZIL and BARTHOLDI, 

All Others Six in a Box. 



Gongs and Alarms, 55 Cents Additional. 



All Imitation Marble Clocks are Fitted with White, Gilt or New Matted Dial. 
In your orders please say which Dial is wanted. Otherwise they will be fitted with White Dials. 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



BUDGET 



Half Hour. 



Slow Strike 



Cathedral Gong. 




Patent Regulator. 



Dial, 5 Inches. Height, 11 Inches. Width, 10 Indies. 

Gilt Metal Trimmings, American Sash, White, Gilt or New Matted Dial 

French Sash, Beveled Glass, Porcelain Dial, additional, 



$7.00 
1.30 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



Half Hour. 



CUTE. 

Slow Strike. Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. Height, 11 Indies. Width, 10 Inches. 

Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, .... 
French Sash, Beveled Glass, Porcelain Dial, additional, 



$7.00 
1.30 



Eight Day. 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 

PEARL. 



Half Hour. 



Slow Struck. 



Cathedral Gong. 




Patent Regulator. 



Dial, 5 Indies. Height, 11 indies. Width, lO Inches. 

Gilt Metal Trimmings, American Sash, White, Gilt or New Matted Dial, 

French Sash, Beveled Glass, Porcelain Dial, additional, 



$7.00 
1.30 



FLORENCE. 

Kight Day. Half Hour. Slow Strike. 

Cathedral Gong. Patent Regulator. 




Height, 30 Inches. Width, J) Inches. 

Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, $9.00 

French Sash, Beveled Glass, Porcelain Dial, additional, 1.30 



ARMADA. 



Eight Day. Half Hour. Slow Strike. 

Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. 



Height, ltfX Inches. 



Width, 1<>^ Inches. 



Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, $9.00 
French Sash, Beveled Glass, Porcelain Dial, additional, . . . 1.30 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



MURAL. 



Eight Day. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Indies. Height, 11J4 Indies. 

Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, .... 
French Sash, Beveled Glass, Porcelain Dial, additional, 



$8.25 
1.30 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



Half Hour. 



Dial, 5 Inches. 



DRYAD. 

Slow Strike. Cathedral Gong. Patent Regulator. 




Height, 11^ Inches. 



Gilt Metal Trimmings, American Sash, White, Gilt or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional, 



$8.25 
1.30 



MARBLEITE CLOCKS. 

These Cases are made under our patents on black enameled wood, also two addi- 
tional patents, dated August 14, 1888, on imitation stone. We guarantee them to 
stand equal to our well known black clocks in every particular. 



MARBLEITE No. 1. 

Eight Day. Half Hour. Slow Strike. 

Cathedral Gong j/y Patent Regulator. 




Height, H\% Inches. 
Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, $9.00 
French 'Sash, Beveled Glass, Porcelain Dial, additional, . . 1.30 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



MARBLEITE No. 2. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 




Patent Regulator. 



Dial, 5 Inches. Height, 11 Inches. 

Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, . . . . 
French Sash, Beveled Glass, Porcelain Dial, additional, 



$7.00 
1.30 



THE E. INGRAHAM COMPANY, BRISTOL. CONN. 
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MARBLEITE No. 3. 

Kight Day. Half Hour. Slow Strike. Cathedral Gong. Patent Regulator. 




Dial, 5 Indies. 



Height, 1 1 Indies. 



Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional, . 



$7.00 
1.30 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day, 



MARBLEITE No. 4. 



Half Hour. 



Slow Strikk 



Cathedral Gong. 




Dial, 5 Inches. Height, 1 1 Inches. 

Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 

French Sash, Beveled Glass, Porcelain Dial, additional, 



Patent Regulator. 



$7.00 
1.30 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Eight Day. 



MARBLEITE No. 5 



Half Hour. 



Slow Strike. 



Cathedral Gonx;. 




Dial, 5 Inches. Height, 1 1 Inches. 

Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 

French Sash, Beveled Glass, Porcelain Dial, additional, 



Patent Regulator. 



$7.00 
1.30 



16 



Eight Day. 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



MARBLEITE No. 9. 

Half Hour. Slow Strike. Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. 



Height, 11% Inches. 



Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional, . 



58.25 
1.30 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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Eight Day. 



MARBLEITE No. lO 



Half Hour. 



Slow Strike. 



Cathedral Gong. 




Patent Regulator. 



Dial, 5 Inches. 



Height, 11H Inches. 



Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional, 



58.25 
1.30 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



MARBLEITE No. 11 



Eight Day. 



Half Hour. 



Slow Strike 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 



Height, 1 1 Inches. 



Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional, . . . ' . 



$7.00 
1.30 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 

MARBLEITE No. 12. 



IU 



Eight Day. 



Half Hour. 



Slow Strike 



Cathedral Gong. 




Pa'ient Regulator. 



Dial, 5 Inches. 



Height, 10>» Incites. 



Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional, . 



$7.00 
1.30 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 

WIZARD. 



Eight Day. Half Hour. 



Slow Strike. 



Cathedral Gong. Patent Regulator! 




Dial, 5 Inches. Height, 10% Inches. Length of Base, 10 Inches. 

American Sash, White, Gilt, or New Matted Dial, 

French Sash, Beveled Glass, Porcelain Dial, additional, 

This clock packed four in a box. 



$0.58 
1.30 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



REX 
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Eight Day, 



Half Hour. 



Slow Strike. 



Cathedral Gong 



Patent Regulator. 




Dial, 5 Inches. Height, 109* Inches. Length of Base, 10 Inches. 

American Sash, White, Gilt, or New Matted Dial 

French Sash, Beveled Glass, Porcelain Dial, additional, 

This clock packed four in ajDOx. 



$7.25 
1.30 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



COUNT 



Half Hour 



Slow Strike. 



Cathedral Gong 




Patent Regulator. 



Dial, 5 Indies. Height, 12^ luehes. Length of Base, 10 Indies. 

Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 

French Sash, Beveled Glass, Porcelain Dial, additional, 

This clock packed four in a box. 



$7.90 
1.30 



THE K. INGRAHAM COMPANY, BRISTOL, CONN. 
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Eight Day. 



Half Hour. 



RIVAL. 



Slow Strike 



Cathedral Gong. Patent Regulator. 




Height, 11 Inches. Length of Base, 12 Inches. 

Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, . . . . 
French Sash, Beveled Glass, Porcelain Dial, additional 



$7.25 
1.30 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



ALAMO. 

Eight Day. Half Hour. Slow Strike. Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. 



Height, i)% Incites. 



Length of Base, 14*S Inches. 



American Sash, White, Gilt, or New Matted Dial. 
French Sash, Beveled Glass, Porcelain Dial, additional, 



$7.88 
1.30 



Eight Day 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 

FOCUS. 



Half Hour. 



Slow Strike. 



Cathedral Gong 



Patent Regulator 




Dial, 5 III. Height, 11 In. Length of Base, 15 In. 

Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 

French Sash, Beveled Glass, Porcelain Dial, additional, 



$8.30 
1.30 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



VICTOR. 



Eight Day. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Height, 10 Inches. 

American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional, 



Length of Base, 17H Inches. 



. $10.00 
1.30 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 

LEGION. 

Eight Day. Half Hour. Slow Strike. Cathedral Gong 
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Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional, .... 



Patent Regulator. 



$9.00 
1.30 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



CYCLE. 



Eight Day 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 



Height, 1 1 Indies 



Length of Base, 14/4 Inches. 



Gilt Feet, American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional, 



$10.75 
1.30 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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ERMINIE. 



Eight Day. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Indies. 



Height, 9^ Inches. 



Length of Base, 15>4 Inches. 



Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional, . 



$10.50 
1.30 



32 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



Hale Hour. 



LEVANT. 

Slow Strike. Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. Height, 1 1*S Inches. Length of Base, 14 Inches. 

Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 

French Sash, Beveled Glass, Porcelain Dial, additional, 



$9.00 
1.30 



THE E. INGRAHAM COMPANY. BRISTOL, CONN. 
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Right Day. 



Halk Hour. 



Dial, 5 Inches. 



IRIS. 

Slow Strike. Cathedral Gong. 



Patent Regulator. 




Height, 10 Inches. 



Length of Base, 15H Inches. 



Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional, .... 



$9.50 
1.30 
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Eight Day 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 

GALAXY. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Indies. Height, 11^ Indies. Length of Base, HiH Inches. 

Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial 

French Sash, Beveled Glass, Porcelain Dial, additional, 



$10.00 
1.30 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 

ARGAND. 
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Eight Day. 



Half Hour. 



Slow Strike. 



Cathedral Gong 



Patent Regulator. 




Dial, 5 Inches. Height, 10H Inches. Length of Base, HiH Inches. 

Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial 

French Sash, Beveled Glass, Porcelain Dial, additional 



$9.50 
1.30 



86 THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



JEWEL 

Eight Day. Half Hour. Slow Strike. Cathedral Gong. Patent Regulator. 






Dial, 5 Inches. Height, 10* laches. Length of Base, 16 Inches. 

Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, $8.55 

French Sash, Beveled Glass, Porcelain Dial, additional, 130 



Eight Day. 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



S7 



GALATEA. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 



Height, 1 1 Inches. 



Length of Base, 1 7 X Inches. 



Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional, .... 



$8.80 
1.30 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



REGENT 



Half Hour. 



Slow Strike. 



Cathedral Gono. 



Patent Regulator. 




Dial, 5 ruches. 



Height, 1 1 Indies. 



Length of Base, \7H Inches. 



Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional, . . . . 



$8.50 
1.30 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 

CORONET. 
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Eight Day, 



Half Hour. 



Slow Strike 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 10 laches. Length of Base, 1GH laches. 



Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional, . . . . 



$9.60 
1.30 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



SAN MARCO. 



Eight Day. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 



Height, 10>i Inches. Length of Base, 15* Inches. 



Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional 



$10.00 
1.30 



THE B, INGRAHAM COMPANY, BRISTOL. CONN 



t : 



CLYTIE. 



Eioht Day, 



Ha i.i' Hour 



Slow Strike 



C \T1HHH u. GONQ 



I' STINT Rl GUI.ATOR 




Dial, 5 Inches. 



Height, Id luelie*. 



tongth of l5;i.H«-, ir,s I ii< In-. 



Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional 



$ 1 ( i ."i i 
1.30 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



ATALANTUS, 

Eight Day. Half Hour. Slow Strike. Cathedral Gong. Patent Regulator. 




Dial, 5 Inches. Height, 10 Inches. Length of Base, Hi Inches. 

Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 

French Sash, Beveled Glass, Porcelain Dial, additional, 



$9.45 
1.30 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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TRITON. 

Eight Day. Half Hour. Slow Strike. Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 



Height, 1 1 Inches. 



Length of Base, 1<> Inches. 



Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional, , 



$10.50 
1.30 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



Eight Day. 



Half Hour. 



OLYMPUS. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 



Height, 10 Inches. Length of Base, 16 Inches. 



Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional, , 



$9.45 
1.30 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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MONOGRAPH. 



Eight Day. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 



Height, 1 1 Inches. Length of Base, 1 7 Inches. 



Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional, .... 



$10.25 
1.30 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



COLUMBUS. 



Eight Day. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 





Dial, 5 Inches. Height, 10 Inches. Length of Base, 16 Inches. 

Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, .... 
French Sash, Beveled Glass, Porcelain Dial, additional, 



$10.80 
1.30 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



RAVEN. 
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Eight Day. 



Half Hour. 



Slow Strike 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. 



Height, 12 Inches. Length of Base, 15 Cliches. 



Gilt Feet, American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional, 



$11.30 
1.30 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



ARGYLE. 



Eight Day. 



Half Hour. 



Slow Strike. 



Cathedral Gong. 



Patent Regulator. 




Dial, 5 Inches. Height, 9* Inches. Length of Base, 15^ Inches. 

Gilt Metal Trimmings, American Sash, White, Gilt, or New Matted Dial, 
French Sash, Beveled Glass, Porcelain Dial, additional, 



$10.50 
1.30 



THE BRISTOL 

NICKEL ALARM. 




Dial, 4Mi Inches. Height, QH tnches. 

To take this Clock apart unscrew Ring and Feet. 
The Illustration is Life Size. 



THE BRISTOL 

NICKEL TIME. 




Dial, 4t% Indies. 



Height, 5^ Inches. 



To take this Clock apart unscrew Ring and P>et. 
The Illustration is Life Size. 



CABINET CLOCKS. 



ANTIQUE OAK. 



Cabinets Nos. 13 to 18 and Nos. A to F Will Be Packed in 
Assorted Cases, if so Ordered. 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



VERONA. 



Eight Day. 



Half Hour. 
Cathedral Gong. 



Slow Strike. Eight Day. 




BAZAR 

Half Hour. 
Cathedral Gong. 



Slow Strike. 




Dial, 5 ruches. Height, l, r >^ Inches. Dial, 5 Inches. 

Antique Oak, Marbleized Columns, . . $6.18 Oak, 

With Alarms, 50 Cents Additional List. 



Height, 185^ Inches. 



.$6.18 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



CABINET "A." 



Eight Day 



Half Hour. 
Cathedral Gong. 



Slow Strike. 




Antique 

White 



CABINET "B." 



Eight Day, 



Half Hour. 
Cathedral Gong 



Slow Strike. 




mmsm^MsimmmmA 



Dial, 5 tuches. 



al, 5 Inches. Height, 15 X A Inches. 

Oak, Visible Pendulum, American Sash, 

, Gilt, or New Matted Dial, . . . $5.25 

With Alarms, 50 Cents Additional List. 



Height, \H l A luches. 



Antique Oak, Visible Pendulum, American Sash, 
White, Gilt, or New Matted Dial, . . $^.2^ 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



CABINET "C." 



" T—^ »1 



CABINET D. 



Eight Day. 



Half Hour. 
Cathedral Gong. 



Slow Strike. 



Eight Day 




Dial, 5 Inches. Height, 15H Inches. 

Antique Oak, Visible Pendulum, American Sash, 
White, Gilt, or New Matted Dial, . . $5.2; 



Half Hour. 
Cathedral Gong. 



Slow Strike. 




IMal, 5 Inches. Height, 15% Inches. 

Antique Oak, Visible Pendulum, American Sash, 
White, Gilt, or New Matted Dial, . . $5.25 



With Alarms, 50 Cents Additional List. 



BLACK WALNUT AND OAK 

VISIBLE PENDULUM 

SPRING CLOCKS. 



All Walnut and Oak Mantel Clocks Fitted with Cathedral Gongs 
or Alarms at 50 Cents Additional List. 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN 

ROSE. 




LILY. 




Dial, 6 Inches. Height, 22 Inches. Dial, 6 Inches. Height, 22 Indies. 

Walnut, Eight Day, Strike, - $3.80 Oak, Eight Day, Strike, 

With Alarms or Gongs, 50 Cents Additional List. 



$3.80 



THE E. INORAHAM COMPANY. BRISTOL, CONN. 

TULIP. VIOLET 



68 




o}) 




Dial, 6 Inches. Height, 22 Inches. Dial, 6 Inches. Height, 22 Inches. 

Walnut, Eight Day, Strike $3. 80 Oak, Bight Day, Strike $3.80 

With Alarms or Gongs, 50 Cents Additional List. 



64 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



LILAC. 



DAHLIA, 






i 



Dial, 6 Inches. Height, 22 Inches. Dial, 6 Inches. Height, 22 Inches. 

Walnut, Eight Day, Strike, .... $3.80 Oak, Eight Day, Strike $3,80 

With Alarms or Gongs, 50 Cents Additional List, 



THE E. INGRAHAM COMPANY, BRISTOL. CONN. 
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VENUS. 




SATURN 




Dial, 6 Inches. Height, 22 Inches. Dial, 6 Inches. Height, 22 Inches. 

Oak, Eight Day, Strike, . . . . . $4.00 Oak, Eight Day, Strike, . . . . " . $4.00 

With Alarms or Gongs, 50 Cents Additional List. 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



JUNO. 




MARS. 




Dial, 6 Inches. 

Oak, Eight Day, Strike, 



Height, 22 Inches. Dial, 6 Inches. Height, 22 Inches. 

$4.00 Oak, Walnut Trimmings, Eight Day, Strike, $4.00 

With Alarms or Gongs, 50 Cents Additional List. 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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ASTRA. 



ORION. 



';.$Sap 





Dial, 6 Inches. Height, 22 Inches. Dial, 6 Inches. Height, 22 Inches. 

Oak, Eight Day, Strike, $4.00 Walnut, Eight Day, Strike, . . . . $4.09 

With Alarms or Gongs, 50 Cents Additional List. 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



RUBY. 




TOPAZ. 




Dial, 6 Inches. Height, 23 Inches. Dial, t> Inches. 

Walnut, Eight Day, Strike, .... $4.35 Oak, Eight Day, Strike, 

With Alarms or Gongs, 50 Cents Additional List. 



Height, 23 Inches. 



$4.35 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



«i> 



SAPPHIRE. 




Dial, 6 Inches. 

Oak, Eight Day, Strike, 



JASPER. 



Height, 23 Inches. Dial, 6 Indies. 

$4.35 Oak, Eight Day, Strike, 

With Alarms or Gongs, 50 Cents Additional List. 




lit, 23 Inches. 



$4.35 
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THE E. INGRAHAM COMPANY, BRISTOL. CONN. 



ONYX 



GARNET 





Dial, 6 Inches. Height, 23 Inches. Dial. 6 Inches. 

Oak, Walnut Trimmings, Eight Daj r , Strike, $4.35 Oak, Eight Day, Strike, 

With Alarms or Gongs, 50 Cents Additional List, 



Height, 23 Inches. 



$4.35 



THE K. INGRAHAM COMPANY, BRISTOL, CONN. 
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Topaz Calendar, 



Chicago Calendar, 



Barometer and Thermometer. Barometer and Thermometer. 





Dial, G Inches. Height, -23 Inches. 

Oak, Eight Day, Strike $5.4-0 



Dial, G [uches. 

Oak, Eight Day, Strike, 



Height, 23 Indies. 



$5.80 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



IOWA. 




mwwwMwj)\ww)W)W)wwmwwww)W)\im 



Dial, 6 Inches. Height, 23 Inches. 

Oak, Eight Day, Strike, ..... $4-85 



MAINE. 




Dial, 6 Inches. Height, 23 Inches. 

Oak, Eight Day, Strike, $4 85 



UTAH 



THE fi. INGRAHAM COMPANY, BRISTOL, CONN. 

VIRGINIA. 





Dial, 6 Inches. Height, 23 Inches. 

Oak, Eight Day, Strike, . $4 85 



Dial, 6 Inches. Height, 23 Inches. 

Oak, Eight Day, Strike, $4.85 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



TEXAS 



INDIANA 





Dial, 6 Inches. Height, 23 Inches. 

Oak, Eight Day, Strike, . . . . . $4.85 



Dial, (i Inches. 

Oak, Eight Day, Strike, 



Height, 23 Inches. 



$4 85 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 

NEW YORK. BOSTON. 



75 





Dial, 6 Inches. Height, 23 Inches. Dia1 ' fi Inches. Height, 23 Inches. 

Walnut, Eight Day, Strike $4.75 Oak, Walnut Trimmings, Eight Day, Strike, $4.75 

With Alarms or Gongs, 50 Cents Additional Eist, 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



CHICAGO. 




Dial, 6 Inches. 

Oak, Eight Day, Strike, . 



Height, 23 Inches. 



$4.75 



ST. LOUIS. 




Dial, O Inches. 

Oak, Eight Day, Strike, 



Height, 23 Inches. 



$4.75 



With Alarms or Gongs, 50 Cents Additional List. 



THE E. INORAHAM COMPANY, BRISTOL, CONN. 



WASHINGTON. 

Mtl 




ATLANTA 




Dial, 6 Inches. Height, 23 Inches. Dial, 6 Inches. Height, 23 Inches. 

Oak, Eight Day, Strike, $4.75 Oak, Eight Day, Strike $4.75 

With Alarms or Gongs, 50 Cents Additional List. 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



INGOT 




BULLION 

a, 




Dial, 6 Inches. Height, 24 Inches. Dial, 6 Inches. Height, 24 Inches. 

Walnut, Eight Day, Strike, .... $5.90 Walnut, Gilt Trimmings, Eight Day, Strike, $5.90 

With Alarms or Gongs, 50 Cents Additional List. 



THE E. INGRAHAM COMPANY. BRISTOL, CONN. 

RONDO. ANTLER 



79 





Dial, O Inches. Height, 24 Inches. Dial, 6 Inches. Height, 24 Inches. 

Walnut. Eight Day, Strike $5.90 Oak, Walnut Trimmings, Eight Day, Strike, $5.90 

With Alarms or Gongs, 50 Cents Additional List. 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



AZTEC. 




PUCK. 




Dial, (> Inches. Height, 24 Inches. Dial, 6 Inches. Height, 24 Inches. 

Oak, Eight Day, Strike, $5.54 Oak, Eight Day, Strike, $5.54 

With Alarms or Gongs, 50 Cents Additional List. 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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DUCAT. 




ALBION 




Dial, 6 Inches. Height, 24 Inches. Dial, 6 Inches. Height, 24 Inches. 

Oak, Eight Dav, Strike, $5.54 Oak, Eight Day, Strike, $5.54 

With Alarms or Gongs, 50 Cents Additional List. 



82 THE E. INGRAHAM COMPANY, BRISTOL, CONN. 

NEW YORK. MILFORD. 

Oak or Walnut. 

10 
M 




X 



be 




Dial, 12 Inches. 



Eight Day, Time, 
Eight Day, Strike, 



$5.50 
6.50 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



DROP OCTAGON. DROP OCTAGON 





Dial, 12 Inches. Height, 24 Indies. 

Solid Oak, Eight Day, Time, 
Eight Day, Strike, 
Eight Day, Time, Calendar, 
" Eight Day Strike, Calendar, 



Dial, 10 Inches. 



Height, 2 1 Inches. 



$5.55 
6 55 
6.18 

7-18 



Solid Oak, Eight Day, 10 inch, Time, . $5.25 

Eight Day, 10 inch, Strike, . 6.25 

Eight Dav, 10 inch, Time, Calendar, 5.90 
Eight Dav, 10 inch, Strike, Calendar, 6.90 
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THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



DROP OCTAGON. 



MISAY 




Dial, 8 Inches. 



Height, 1J> Inches. 




Solid Oak, Eight Dav, 8 inch, Time, . . $5.00 

Eight Day, 8 inch, Strike, . • 6.00 

" Eight Day, 8 inch, Time, Calendar, 5.65 

Eight Day, 8 inch, Strike, Calendar, 6.55 



Dial, 


12 Inches. 


H 


eight, 24 Inches 




;wood 


, Eight Day, 


Time, 






$6.50 


" 


Eight Day, 


Strike, 






7.50 


a 


Eight Dav, 


Time, 


Calendar, 




7.15 


" 


Eight Day, 


Strike, 


Calendar, 




8.15 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 
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DEW DROP. 




Dial, 1 2 Inches. 



Height, 23 % Inches. 



DEW DROP. 

Calendar. 




Dial, 12 Inches. Height, 23H Inches. 

Imit. Rosewood and Oak Finish, Eight Day, Time, $5. 55 Imit. Rosewood and Oak Finish, Eight Day, Time, $6. 18 
Imit. Rosewood and Oak Finish, Eight Day, Strike, 6.55 Imit. Rosewood and Oak Finish, Eight Day, Strike, 7.18 



THE E. INGRAHAM COMPANY, BRISTOL, CONN. 



LOBBY. 




Dial, 12 Inches. 



Antique Oak, Eight Day, Time, 



CLOCK FOR 
ADVERTISING PURPOSES. 




$9.00 



Dial, 12 Inches. 

Prices furnished on application. 
Please state quantity wanted. 



THE E. INGRAHAM COMPANY. BRISTOL, COXX. 
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IONIC. 

Rosewood. 




Dial, lO Inches. 

Eight Dav, Time, 
Eight Day, Strike, 



Height, 22 Inches. 



$6.15 
7-15 



IONIC 

Mosaic. 




Dial, lO Inches. 

Eight Day, Time, 
Eight Day, Strike, 



Height, 22 Inches. 



$0.40 
7.40 



INDUS. 




Dial, 6 Inches. 



Height, 29 Inches. 



Oak, Eight Day Time, 
Oak, Eight Day, Strike, . 
Oak, Eight Day, Time, Calendar, 
Oak, Eight Day, Strike, Calendar, 



$7.15 
8.15 

7.85 
8.85 



HARTFORD. 




Dial, 12 [nche: 



Height, 32 Indies. 



Solid Oak, Eight Day, Time, 

Solid Oak. Eight Day, Strike, 

Solid Oak, Eight Day, Time, Calendar, 

Solid Oak, Eight Day, Strike, Calendar, 



$6.55 
7.55 

7.18 
8-18 



ARCTIC. 




Dial, 8 Inches. 



Height, 37 Indies. 



Oak, Eight Day, Time, 
Oak, Eight Day, Strike, . 
Oak, Eight Day, Time, Calendar, 
Oak, Eight Day, Strike, Calendar, 



$ 9.25 

10.25 

9.85 

10.85 



PACIFIC. 




Dial, <S Laches. 



Height, .'$7 Inches. 



Oak, Eight Day, Time, 

Oak, Eight Day, Strike, 

Oak, Eight Day, Time, Calendar, 

Oak, Eight Day, Strike, Calendar, 



$ 9.25 

10.25 

9.85 

10.85 



BRISTOL. 




Dial, 12 Inches. 



Height, 32 Inches. 



Imitation Oak, Eight Day, Time, 
Imitation Oak, Eight Day, Strike, 
Imitation Oak, Eight Day, Time, Calendar, 
Imitation Oak, Eight Day, Strike, Calendar, 



7-25 

8.25 
7.85 
8.85 



BRAZIL. 




Dial, 12 Indies. 



Height, 82 Indies. 



Rosewood, Eight Day, Time, 
Rosewood, Eight Day, Strike, 
Rosewood, Eight Da}', Time, Calendar, 
Rosewood, Eight Day, Strike, Calendar, 



$ 8.50 

9.50 

9.25 

10.25 



BARTHOLDI. 




Dial, 8 Inches. 



Height, 40 Inches. 



Oak or Walnut, Eight Day, Time, 
Oak or Walnut, Eight Day, Strike, 



$14.00 
15.00 



